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Notice 

The information contained in this document is subject to change without notice. 

Hewlett-Packard makes no warranty of any kind with regard to this material, including, but not limited to, the implied 
warranties of merchantability and fitness for a particular purpose. 

Hewlett-Packard shall not be liable for errors contained herein or for incidental or consequential damages in 
connection with the furnishing, performance, or use of this material. 

Hewlett-Packard assumes no responsibility for the use or reliability of its software on equipment that is not furnished 
by Hewlett-Packard. 

This document contains proprietary information that is protected by copyright. All rights are reserved. No part of this 
document may be photocopied, reproduced, or translated to another language without the prior written consent of 
Hewlett-Packard Company. 

Hinweis 

Anderungen vorbehalten. 

Hewlett-Packard ubernimmt keine Haftung fur mittelbare oder unmittelbare Schaden im Zusammenhang mit der 
Funktionsfahigkeit oder Verwendung dieses Gerats fur einen bestimmten Zweck. 

Hewlett-Packard haftet nicht fur irgendwelche Fehler und mittelbare oder unmittelbare Schaden im Zusammenhang 
mit der Lieferung, Funktionsfahigkeit oder Verwendung dieses Gerats. 

Hewlett-Packard ubernimmt keine Haftung fur die Funktionsfahigkeit seiner Software auf Geraten anderer Hersteller. 
Die in diesem Dokument beschriebenen Informationen sind geistiges Eigentum von Hewlett-Packard und 
urheberrechtlich geschiitzt. Alle Rechte vorbehalten. Vervielfaltigung, Bearbeitung oder Ubersetzung dieser 
Programme ist eben-falls nur nach vorheriger schriftlicher Genehmigung durch Hewlett-Packard gestattet. 

Avertissement 

Les informations contenues dans ce document peuvent etre modifiees sans preavis. 

Hewlett-Packard ne donne aucune garantie de quelque sorte que ce soit concernant cette documentation, notamment, 
mais sans que cette liste soit exhaustive, aucune garantie implicite de valeur marchande ou d'adequation a un usage 
particulier. 

Hewlett-Packard decline toute responsabilite pour toute erreur contenue dans cette documentation ou tout prejudice 
direct ou indirect lie a la fourniture, la realisation ou l'utilisation de ladite documentation. 

Hewlett-Packard n'est pas responsable de l'utilisation ou de la fiabilite de ses logiciels sur des equipements non fournis 
par Hewlett-Packard. 

Les informations contenues dans ce document sont la propriete de Hewlett-Packard et sont protegees par les lois 
relatives au copyright. Tous droits reserves. Aucune partie de ce document ne peut etre photocopiee, reproduite ou 
traduite dans une autre langue sans l'accord prealable et ecrit de Hewlett-Packard Company. 

Aviso 

La informacion contenida en este documento esta sujeta a modification sin previo aviso. 

Hewlett-Packard no ofrece garantia alguna con respecto a este material, incluyendo, aunque sin limitarse a, las 
garantias implfcitas de comerciabilidad e idoneidad para fines especfficos. 

Hewlett-Packard no se hace responsable de los errores que pueda contener este documento ni de los dahos 
accidentales o circunstanciales derivados del suministro, interpretation o uso de este material. 
Hewlett-Packard no asume ninguna responsabilidad por el uso o fiabilidad de su software en equipos que no hayan 
sido proporcionados por Hewlett-Packard. 

Este documento contiene informacion propiedad de HP que se encuentra protegida por copyright. Reservados todos 
los derechos. Se prohibe la copia, reproduction o traduction a otro idioma de cualquier parte de este documento sin 
el consentimiento previo y por escrito de Hewlett-Packard Company. 

Awiso 

Le informazioni contenute in questo documento sono soggette a modifica senza preawiso. 

Hewlett-Packard non rilascia garanzie di alcun tipo su questo materiale, incluse le garanzie implicite di commerciabilita 
e idoneita a scopi particolari. 

Hewlett-Packard declina ogni responsabilita di eventuali errori contenuti in questo documento e dei danni accidentali 
o conseguenti alia fornitura, alle prestazioni o all'uso di questo materiale. 

Hewlett-Packard non sara inoltre ritenuta responsabile deH'affidabilita e delTuso del proprio software su 
apparecchiature di altra marca. 

Questo documento contiene informazioni riservate protette da copyright. Tutti i diritti sono riservati. Nessuna parte 
di questo documento puo essere fotocopiata, riprodotta o tradotta in altra lingua senza consenso scritto di Hewlett- 
Packard Company. 
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DECLARATION OF CONFORMITY 

According to ISO/IEC Guide 22 and CEN/CENELEC EN 45014 



Manufacturer's Name: 
Manufacturer's Address: 

Declares, that the products: 
Product Name: 
Model Number: 



HEWLETT-PACKARD France 

5, Avenue Raymond Chanas - EYRENS 

38053 GREN08LE CEDEX 09 -FRANCE 

HP 15-inch Color Monitor 
P4795" 

(* can be any alphanumeric character if applicable, add: Product Options) 



Conform(s) to the following Product Specifications: 

SAFETY -International: IEC 60950:1991 + A1 + A2 +A3 +A4 /GR4943-1995 
-Europe: EN 60950:1 992 + A1 + A2 +A3 + A4 + A1 1 

ELECTRO MAGNETIC COMPATIBILITY 

- CISPR22:1997 / EN 55022:1998 Class B 
-CISPR24:1997/EN 55024:1998 

- IEC 61000-3-3:1994/ EN 61000-3-3:1995 
-GB9254-1998 

-FCC Title 47 CFR, Part 15 class B 1 

- ICES-003, Issue 3 
-VCCI-B 

-AS/NZ 3548:1995 
Products bearing the CE marking 2 accordingly: 
IEC 61000-3-2:1995/ EN 61000-3-2:1995 + A14 

Those products com, ply with the requirements of the following Directives and carry the CE marking accordingly: EMC 
Directives 89/336/EEC and Low Voltage Directive 73/23/EEC, both amended by the Directive 93/68/EEC. 

' This device complies with part 1 5 of the FCC rules. Operation is subject to the following two conditions: 
(1 ) This device may not cause harmful interference, and 

(2] This device must accept any interference received, including interference that may cause undesired 
operation. 

2 All products sold in the European Economic Area (EEA) bear the CE marking. 



Grenoble 
June 2001 



Didier Cabaret 
Quality Manager 



For Compliance Information ONLY, contact: 

USA contact: Hewlett-Packard Company, Corporate Product Regulations Manager, 3000 Hanover Street, Palo Alto, CA 
94304. (phone (+1)(650) 857-1501). 
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Notice for the USA: FCC Class B Statement 

FEDERAL COMMUNICATIONS COMMISSION RADIO FREQUENCY INTERFERENCE STATEMENT 
WARNING: 

This equipment has been tested and found to comply with the limits for a Class B digital 
device, pursuant to Part 15 of the FCC Rules. These limits are designed to provide reasonable 
protection against harmful interference in a residential installation. This equipment 
generates, uses, and can radiate radio frequency energy and, if not installed and used in 
accordance with the instructions, may cause harmful interference to radio communications. 
However, there is no guarantee that interference will not occur in a particular installation. If 
this equipment does cause harmful interference to radio or television reception, which can be 
determined by turning the equipment off and on, the user is encouraged to correct the 
interference by one or more of the following measures: 

• Reorient or relocate the receiving antenna. 

• Increase the distance between the equipment and the receiver. 

• Connect the equipment to an outlet on a different circuit to the one the receiver is 
connected to. 

• Consult your dealer or an experienced radio/TV technician for help. 

• USA: use a UL listed SVT detachable power cord. 

Hewlett-Packard's system certification tests were conducted with HP-supported peripheral 
devices and HP shielded cables, such as those you received with your system. Cables used 
with this computer must be properly shielded to comply with the requirements of the FCC. 

Changes or modifications not expressly approved by Hewlett-Packard could void the user's 
authority to operate the equipment. 

Notice for Canada 

This Class "B" digital apparatus complies with all requirements of the Canadian Interference- 
Causing Equipment Regulations (ICES. 003). 

Cet appareil numerique de la Classe B est conforme a toutes les exigences du reglement sur 
le materiel brouilleur du Canada (NMB - 003). 

X-Ray Radiation Notice 

When operating, this product emits x-rays; however, it is well shielded and meets the safety 
and health requirements of various countries, such as the Radiation Act of Germany and the 
Radiation Control for Health and Safety Act of the United States. Radiation emitted by this 
product is less than 0.1 mR/hr (luSv/hr) at a distance of 10 centimeters from the surface of 
the cathode ray tube. The x-ray radiation primarily depends on the characteristics of the 
cathode ray tube and its associated low voltage and high voltage circuitry. Internal controls 
have been adjusted to ensure safe operation. Only qualified personnel should perform any 
internal adjustments as specified in the service manual for this product. Replace the cathode 
ray tube with an identical CRT only. 

Safety Warning for USA 

If the power cord is not supplied with your monitor, select the proper power cord according 
to your national electric specifications. 
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Notice for Japan 



Notice for Germany 

Hinweis fur Deutschland: Gerauschemission 

Larmangabe nach Maschinenlarmverordnung - 3 GSGV 
(Deutschland) 

LpA < 70db am Arbeitsplatz normaler Betrieb nach EN27779: 
11.92 



Notice for Korea 
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